PREMIUM ONE, The First-All-in-ONE Docking Stand Line for Apple Watch, 
iPhone and iPad Will be Upgradeable to Integrated MFI Charger 


1888 Press Release - PREMIUM ONE charging docks for the Apple Watch were designed from start to be 
upgradeable to an integrated magnetic charger from Apple once it becomes available. The docks further support 
the Night Stand Mode. 

New York, NY - PREMIUM ONE, the first all-in one Docking Stand line for the new Apple Watch, can be 
upgraded to an internal magnetic charger once licensing will become available by Apple. The company will 
apply for a license and is intending to offer upgrade kits by then. 

In addition, all docks support 2.0 Night Stand Mode and offer "Touch4Time" ability. 

Enblue Technology has developed a full line of docking stands, based on a modular concept, which offers 
several options to the Apple Watch user. Top of the Line product is the W3, for charging Apple Watch, 
iPhone and iPad in one dock. 

PREMIUM ONE has been a big success on Kickstarter. 

In comparison to most of their competitors products on the market, PREMIUM ONE hides the Apple Watch 
charging cable perfectly behind a magnetic cover, no visible cable grooves at all. PREMIUM ONE comes 
with integrated MFI Lightning adapters, adjustable in height to fit most of the cases available today. 

"Right now, for all docks on the market, the user has to bring his own Apple Watch charging cable which 
can be quickly installed on our units. Apple recently announced that they will license this charger to dock 
manufacturers to integrate it. We were prepared for that from start and designed the units that way. We 
will offer upgrade kits to our customers once the charger becomes available", says Michael Schoening, CEO 
of Enblue Technology. 

Enblue currently ships out to their Kickstarter backers and is selling PREMIUM ONE on 
http://www.enbluetec.myshopify.com 

http://www.enbluetec.com 
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